Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 


Message Text 


LIMITED OFFICIAL USE 

PAGE 01 PORT M 00191 050727Z 

20 

ACTION EA-09 

INFO OCT-01 ISO-OO OC-05 CCO-OO FBO-02 SY-05 ST-01 /023 W 

007036 

R 050530Z MAR 76 
FM AMBASSY PORT MORESBY 
TO SECSTATE WASHDC 1251 
INFO AMEMBASSY CANBERRA 


LIMITED OFFICIAL USE PORT MORESBY 0191 

FOR EA/EX SCARRITT FROM AMBASSADOR 
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TAGS: AFSP, ACOM, ASEC 

SUBJECT: CURRENT STATUS OF EMERGENCY GENERATOR EXPLORATIONS 

REF: STATE 052635; PORT MORESBY 0137 

THE PROPOSED PHYSICAL LOCATION FOR THE EMBASSY GENERATOR 
IS THE LOWER GROUND FLOOR IN THE SAME ROOM WHERE THE CENTRAL 
AIR CONDITIONING COMPRESSOR UNIT IS INSTALLED. EVEN THOUGH 
THE GROUND BREAKS OFF SHARPLY IN THE BACK OF THE EMBASSY, 

WE MAY WELL BE ABLE TO EITHER INSTALL IT OUTSIDE OR ON THE 

LOWER GROUND FLOOR DEPENDING ON THE DIMENSIONS OF THE GENERATOR 

UNIT. 
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